FETEST BROEST GA — 33001/93 


REGISTERED NO . DL - 33001 / 93 


सत्यमेव जयमे 


भारतका राजपत्र 
The Gazette of India 


प्राधिकार से प्रकाशित 
PUBLISHED BY AUTHORITY 


INNI 
. . III . 

II. 


- 


- 


III . I 


II 


. 


PITOIST 


o 17 ) 
No. 17 ) 


T facuit, fat , 24, 1993 (ARTIE 4 , 1915 ) 
NEW DELHI, SATURDAY , APRIL 24 , 1993 (VAISAKHA 4 , 1915 ) 


- 


TV 


इस भाग में भिन्न पृष्ठ संख्या दी जाती है जिससे कि यह अलग संकलन के रूप में रखा जा सके 
(Separate paging is iven to this part in order that it may be filed as a separate compilation ) 


FITT III - CUG 2 

(PART III -- SECTION 2 ) 
पेटेन्ट कार्यालय द्वारा जारी की गई पेटेनों और डिजाइनों से सम्बन्धित अधिसूचनाएं और नोटिस 
(Notifications and Notices Issued by the Patent Office relating to Patents and Designs ) 


THE PATENT OFFICE 


Patent Office Branch , 
61, Wallajah Road, 
Madras -600 002. 


PATENTS AND DESIGNS 

Calcutta , tho 24th April 1993 
ADDRESS AND JURISDICTION OF OFFICES OF THE 

PATENT OFFICE 


The States of Andhra Pradosh , Karnataka, Korala, 
Tamilnadu and the Union Territories of Pondicherry , 
Laccadive, Minicoy and Aminidivi Islands, 


Telegrapbic address " PATENTOFIS " . 


The Patent Office has its Head Office at Calcutta and 
Branch Offices at Bombay , Delhi and Madras having testi 
torial Jurisiliction on a zonni basis as shown below : 

Patent Office Branch , 
Todi Estates , III Floor, 
Lower Parel (West ), Bombay -400 013 . 

The States of Gujarat, Maharashtra and Madhya Pradesh 
and the Union Territories of Goa , Daman and Diu and 
Dadra and Nagar Haveli, 


Patent Office, (Head Office ) , 
" NIZAM PALACE " , 2nd M . S .O . Bullding , 
5th . 6th and 7th Moor , 
234 /4 , Acharya Jagadish Bose Road , 
Calcutta -700 020 . 


Rest of India . 


Telegraphic address “ PATOFFICE " , 


Telegraphic address " PATENTS " . 


Patent Office Branch , 

All ripplications , notices , statements or other 
Unit No . 401 to 405, III Floor , 

documents 

or any fees required by the Patents Act, 1970 or tho 
Municiral Market Building, 

Patents Rules , 1972 will he received only at the appro 
Saraswati Murg, Karol Bagh , 

priate Offices of the Patent Office . 
New Delhi- 110 005 . 
Thc States of Ilaryana , Himachal Pradesh , famdiu rid 

Fins : - . The focs may cither be paid in cash or may bo 
Kashmir , Punjab, Rajasthan and Uttar Pradesh and the sont ly Moncy Order payable to the Controller at the appro 

priate Offices or by bank draft or cheque , to payable to the 
Union Territories of Chandigarh and Delhi. 

Controller dryi on i sklicduled bank at the place where the 
Telegraphic address " PATENTOPIC 

appropriate office is situated . 
1 - 37 GI/ 93 
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पेटेंट कार्यालय 


पेटंट कार्यालय शाखा, 
61 , बालासाह रोड , 
मद्रास - 600002 । 


एकरव तथा अभिकल्प 


कलकत्ता , दिनांक 24 अप्रैल 1993 


पंटंट कार्यालय के कार्यालयों के से एवं क्षेत्राधिकार 
पटट कार्यालय का प्रधान कार्यालय कलकता में अस्थित है 
सा रम्बई , दिल्ली एवं मद्रास में इसके शाखा कार्यालय हो , जिनके 
प्रादौशिक क्षेत्राधिकार जोन के आधार पर निम्न म्हण में प्रशित 


आन्ध प्रदेश , कर्नाटक , केरल , तमिलनाड राज्य 
क्षेत्र एर संघ शासित क्षेत्र पाण्डिचेरी, लक्षद्वीप , 
मिनिकाय तथा एमिाादिवि दवीप । 


तार पता -- - "पेटोफिस " 


पेटंट कार्यालय शाखा , टोडी इस्टटे , 
तीसरा तल , लोअर परल (पश्चिम ) , 
पम्बई -400013 । 


गजरात , महाराष्ट्र तथा मध्य प्रदेश राज्य 
क्षेत्र एवं संघ शासित क्षेत्र गोआ , दमन तथा 
दीव एवं दादरा और नगर हवेली । 
तार पता .... " पेटोफिस " 


पेटेट कार्यालय (प्रधान कार्यालय ) , 
निजाम पैलेस , दिवतीय बहसलीय कार्यालय , 
भवन 5, 6 तथा 7वां तल , 
234 / 4 , आचार्य जगदीश बोस रोड, 
फलकत्सा - 700020 । 
भारत का अवशेष क्षेत्र । 
सार पसा -- " पटेट्स " 


पंटंट कार्यालय शाखा , 
एकल सं , 401 से 405, तीसरा तल , 
नगराालिका बाजार भवन , 
सरस्वती मार्ग , करोल बाग , 
नई दिल्ली -110005 । 


पेटेट अधिनियम , 1970 या पेटेट नियम , 1972 में अपे 
क्षित सभी आवेदन पत्र , सूचनाएं , विवरण या अन्य प्रलेख पेटेट 
कार्यालय के केवल उपयक्त कार्यालय में ही प्राप्त किए जाएंगे । 


हरियाणा, हिमाचल प्रपश, जम्मू तथा कश्मीर, 
पंजाब, राजस्थान तथा उत्तर प्रदेश राज्य क्षेत्रों 
एवं संघ शासित क्षेत्र चंडीगढ़ तथा दिल्ली । 


एल्क : - - शुल्कों की अदायगी या सो नकद की जाएगी अथवा 
उपयक्त कार्यालय में नियंत्रक को भगतान योग्य धनादेश अथवा 
डाक आदश या जहा उपयुक्त कार्यालय अवस्थित है ; उस स्थान 
के अनसुषित बैंक से नियंत्रक को भगतान योग्य बैंक डाफ्ट 
अथवा चैक द्वारा की जा सकती है । 


तार पता - - " पटटाफिक " 


THE PATENT OFFICI: 

Calcutta , the 24th April 1993 
APPLICATION FOR PATENTS FILED AT THE HEAD 
OFFICE 234 / 4 , ACHARYA JAGADISH BOSE ROAD , 

CALCUTTA - 20 
" Tho dated shown in the crescent brunch are the dates claim 
ed under Section 135 , of the patents Act, 1970 . 


155 / Cal /93. Md . Monowar Hossain. An improved process of 

invention to create energy by turning the palel 
of Bi- Cycle and Rickshaw into the opposite direc 
tion. 

16th March 1993 
156 / Cal/93. BTR PLC . TAPERED PLUG VALVE ( Conven 

tion No . 9207576 . 1 dated 7 - 4 - 92 in Great Britain ). 
157 /Cal /93 . RCA Licensing Corporation . Color display sys 

tem and tube having an electron gun with dual 

electrode modulation . 
158 / Cal /93. Glenayre Elcctronics, INC. Clock Synchroniza 

tion system. 
159 /Cal /93 . Caroma Industries Limited . A cistern 

mechanism, 


15th March 1993 


149 / Cal / 93 . Fritz Stahlecker and Fans Stahlecker. An ope 

ruting unit comprising a spinning or twisting spindle , 

a package tube as well as coupling clements . 
150 / Cal /93. Krupp vdm Gmbh. Coin blank. 

( Convention No . 92105706. 3 dated 2 - 4 - 92 in FPO) . 


151 / Cal / 93, Sumanta Saynal. Joyride . 
152 / Cal / 93 . Zimpro Passavant Environmental Systems, INC ., 

Method of monitoring PH in caustic liquor wet 
oxidation , 


17th March 19933 
160 / Cal /93. ( 1 ) Dr. Amit Chatterjee , ( 2 ) Mr. V . G . K . 

Mlurty ( ? ) Mrs. S . Rajendran , ( 1 ) P .VT. Rao . 
Proceus for the recovery of magnetic fraction from 

blast furnace fine dust /GCP sludge . 
161 /Cal / 93. Dopussa Aktiengesellschaft. An oxidative diesel 

control catalyst. 
162 / C21 / 93 . TAmcs Mitchell . Onc. piece Knuckle Asembly . 
163 /Cal /93 . Kruisp Vilm Ginghh . A process for preparation 

of improved alloy composition and a process of 
preparation of improved structural components , 


153 / Cal / 93 Zimpro Pangavant Environmetal Systems, INC . 

Wet oxidation system startup process . 
154 / Cal / 93 . Glenn a orton. Cryptographic method for com 

munication and electronic signatures , 
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___ 18th March 1993 

स्वीकृत सम्पूर्ण विनिर्देश 
164 / Cal /93 , Unilever Plc , Improvements in or relating to 
clcanıng composilivbo . 

एतदक्षवारा यह सूचना दी जाती कि सम्बध आवेदनों में से 
( Convention No . 9206115.9 dated 20-3-92 in Great 

किसी पर पटट अनदान का विरोध करने के इच्छक कोई व्यक्ति , 
Britain ). 

इसके निर्गम की तिथि से पार ( 4 ) महीन या अग्रिम एसी अवधि 
( Convention No. 9215555.5 dated 27-7-92 in Great जो उक्त 4 महीने की अवधि की समाप्ति के पूर्व पटट 
Brituin ). 
( Convention No . 9222813 .9 dated 30 - 10 -92 in Great 

नियम , 1972 के तहत विहित प्रपत्र 14 पर आवेदित एक 
Britain ). 

महीने की अवधि से अधिक न हो , के भीतर कभी भी नियंत्रक , 
(Convention No. 9304732 .2 dated 9 -3- 93 in Great 
Britain ). 

एकस्व को उपर्युक्त कार्यालय को एसे विराध की सूचना विहित 

प्रपत्र 15 पर व सकते है । विरोध सम्बन्धी लिखित वक्तव्य , 
19th March 1993 

उक्त सूचना के साथ अथवा पटट नियम , 1972 के नियम 
165 /Cal /93 . Steelsworth Limited. Improvements in or relating 

36 में यथा विहित इसकी तिथि के एक महीने के भीतर ही 
to ctc . Dacujac . 

फाइल किए जाने चाहिए । 
166 / Cal / 93 . Steelsworth Limited . Improvements in or relat 

ing to an apparatus for producing grapulutou tea 
particies , 

___ " प्रत्येक विनिदश के संदर्भ में नीचे दिए गोकरण , भार 
167 / Cal / 93 . Erema Engineering Recycling Maschinen und __ तीय वर्गीकरण तथा अन्तरराष्ट्रीय वर्गीकरण के अनुरूप है । " 

anlagen gesellschatum . b . h. Apparatus for the 
grealment of thermoplastic synthetic plastics mate 
rial . 

रूपांकन (चित्र मारखों) की फोटो प्रतियां यदि कोई हो , के 
168 / Cal / 93. Indian Jute Industries Research Association , 
Process of softening anal lubrication of lignocellu 

साथ विनिशा की टीकत अथवा फांटा प्रतियां की आपति 
lovic fibres such as jute and ulesta for miunufacturc 

पेटंट कार्यालय , कलकत्ता अथवा उपयुक्त शाखा कार्यालय द्वारा 
of hydrocarbon- free material . 

विहित लिप्यान्तरण प्रभार जिसे उक्त कार्यालय से पत्र व्यवहार 
22nd March 1993 

द्वारा सुनिश्चित करने के उपरांत उसकी अदायगी पर की जा 
160 / Cal / 93. Engelhard corporation, Hydrogenation catalyst , 

सकती हो । विनिश की पृष्ठ संख्या के साथ प्रत्येक स्वीकृत 
process for preparing and process for using said 
catalyst . 

विनिश के सामने नीच वणित चित्र आरस कागजों को जोड़कर 
170 / Cul/93. Merck Patent Gesellschaft mit beschrankter उसे 2 से गणा करके ( क्योंकि प्रत्येक पृष्ठ का लिप्यान्तरण प्रभार 

Haftung. Platelet- hke colored pigments and pron 
cess for producing the sunic . 

2 / - रु . ह ) फोटो लिप्यान्तरण प्रभार का परिकलन किया जा 
171 / Cal /93. Sushanta. Barthakur and Ramendra Narayan 

सकता है । 
Bhattacharya . A drawing instrument. 


172161 


Cl. 128 F 
Int. Cl. A 61 M 1 / 00 . 


A PUMPING APPARATUS FOR INSECTING FLUID 
INTO A STERILIZING CHAMBER . 


COMPLETE SPECIFICATION ACCEPTED 
Notice is hereby given that any person intcrested in oppos 
ing the grant of patepts on any of tho Applications concerned , 
may , at any time within four months of the date of this lasuo 
or within such further period not exceeding one month applied 
for on Form 14 prescribed under the Patents Rules , 1972 bo 
fore the expiry of the said period of four months, given 
potice to the Controller of Patents at the appropriate office on 
the prescribed Form is , of such opposition . The written 
statement of opposition should be filed alongwith the said 
gotico or within one month of its date as prescribod in Rulo 
36 of the Patenta Rules, 1972. 


Applicant ; M / S JOHNSON & JOHNSON MEDICAL . 
INC ., ONE JOHNSON & JOHNSON PLAZA , NEW BRUN 
SWICK , NEW JERSEY 08933, UNITED STATES OF AME 
RICA. 


___ Inventors : ( 1 ) HAROLD ROBERT WILLIAMS and ( 2 ) 
ROBERT MCCOY SPENCER . 


Application No. 355 / Cal /88 ; Aled on May 02 , 1988 . 

Appropriate Office for Opposition Proceedings (Rule 4 , 
Patent Rule 1972 ) Patent Office, Calcutta , 


Tho classifications given below in respect of each specifice 
tion are socording to Indian Classification and Intornational 
Classification . 


Typed or photo copies of the specifications togethot with 
photo copies of the drawings, if any , can be supplied by the 
Patent Office , Calcutta or the appropriate Branch Office on 
Payment of the prescribed copying charges which may be 
ascertained on application to that offico . Photo copylog charges 

ay bo calculated by adding the number of pages in the speci 
lication and drawing sheets mentioned below against cach ac 
cepted specification and multiplying the same by two to get the 
charges as the copying charges per page are Rs. 2 /-. 


13 Claims 
A pumping apparatus for injecting fluid into a sterilizing 
chamber , comprising : 

a prepackaged , uopressurized closed cell containing a known 
volume of liquid ; 

a mechanism for receiving and positioning said cell ; 

an agacmbly cooperating with said mechanism to form 
temporarily a sealed outlot from said cell; and 

means cooperating with said cell and gaid mechanism to 
force said liquid out of said cell. 
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47A 


FIG 5 


(Compl. Specn . 25 pages . 


Drgns, 5 sheets ) 


24A 


172162 


a . 136 E , 
Int. a . B 29 D , 11 /00 


03-70 


METHOD AND APPARATUS FOR PRODUCING MOL 
DED ARTICLES AND MOLDED ARTICLES THEREBY 
PRODUCED . 

Applicant : OCUTECH OF LOWER LEVEL . TWO GATE 
WAY CENTER , PITTSBURGH , PENNSYLVANIA 15222 , 
UNITED STATES OF AMERICA , 


Taventors : ( 1) GORDEN PAGE BROWN , ( 2 ) ROBERT 
LESLIE MERKER , and (3 ) HARRY CHARLES MORGAN . 


74 72 
FIG . 9 


Application No. 857 /Cal /88 ; filod on 17 October 1988 . 

Appropriate Omce for Opposition Proccedings (Rule 
Patent Rulo 1972 ) Patent Office , Calcutta . 


4 , 


(Conipl. Specn , 25 pages. 


Drgns. 4 sheets ) 


15 Claims 


A method for producing a molded article , the method com 
prising the steps of : 

providing a mold having separable molding surfaces; 

loading & predetermined quantity of moldable malcrial on 
at least one molding surface of the mold ; 

positioning the molding surfaces of the mold into a spacej 
apart relation to establish a meniscus of moldable material in 
the gap about the periphery of the moldable material; 

causing bald meniscus to attain a conves curatore extending 
outwardly of the gap betweco the molding surfaces ; and 

finalizing the molding of the moldable material to form the 
article while maintaining said meniscus with a convex cur 
vatore . 


CI. 85 I. 

172163 
Int. CI, F 23 C 1 /00 , 3 / 00 . 

THERMAL DECOMPOSITION APPARATUS . 
Applicant : HOWORKA FRANZ OF GLOCKENGASSE 1, 
A - 1020 VIENNA , AUSTRIA , 

Inventor : BUZITZKI EDUARD . 
Application No. 196 / Cal / 88 ; filed on 1st December 1988 . 

Appropriate Ofice for Opposition Proceedings (Rulo 4 , 
Patent Rule 1972 ) Patent Olrice Calcutta . 


15 Claims 
An apparatus for the therinal decomposition of a fluid toxic 
substance contained in a gas, which comprises : 

(a) a substantially cylindrical main combustion chamber, 
(b ) a secondary combustion chamber arranged thereabove. 

( c ) an inict opening leading into the main combustion cham 
bor for introducing a stream of the gas containing the toxio 
substaoce into the main conibustion chamber. 

(d ) a burner to direct a flame into the main combustion 
chamber , and 

( e ) eo conular gas stream retaining devico above the 
buruor. 


4M 


SIL 
SZIT 
UUTZ 


53 


TY 


FIG .4 


characterised in that the burder (d ) is placed above the 
inlet opening for subjecting the gas containing toxic sub 
stances to combustion and the annular gas stream retaining 
deyice (c ) should define : 

( 1 ) & contral opening permitting tho stream of gas to pass 
from the main combustion chamber into the secondary com 
bustion chamber , the central opening having a diameter staller 
than that of the cylindrical mala combustion chamber , and 
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( 2 ) a gas strcam passage mcans arranged around the central 
opening and the retaining device comprising . 


FIG . 3 


T 


( 3 ) obliquely downwardly directed nozzle means for deliver 
ing secondary air into the main combustion chamber. 
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Fig . 4 
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( Compl. Specn . 17 pages 


Grgns. 3 sheets ) 


172164 


CI 39 E 
Int C1 C 01 B 7 /01 


* 


PROCESS FOR PRODUCING CHLORINE , 

Applicant : MITSUI TOATSŲ CHEMICALS . INCORPO 
RATED OF 2 -5 , KASUMIGASEKI 3 - CHOME , CHIYODA 
KU , TOKYO , JAPAN . 


Fig . 1 


Inventors : ( 1) HIROYUKI ITOH , (2 ) YOSHITASUGU 
KONO , ( 3 ) ISAO KIKUCHI, ( 4 ) SHINJI TAKENAKA and 
( 5 ) MASANOBU AJIOKA , 


to 


FIG : 2 


Application No. 161 /Cal / 1989 ; filed on 27th 
1989. 


February 


Appropriate Office for Oppogilion Proceedings 
Patent Rule 1972 ) Patent Office, Calcutta . 


(Rule 


4 , 


H 


. 


77 


7 


- 


ht Asian 


3 Claims 


A process for producing chlorine hy reacting hydrogen 
chloride and oxygen consisted in a feed gas in a molar ratio 
of oxygen to hydrogen chloride of at least 1 .25 In the pre 
sence of a catalyst based on chromium oxide such as herein 
described which comprises using a fluidized bed roactor equip 
ped at vertical intervals not greater than 100 cm with plural 
perforated platcs having a perforation rate of 16 -60 % in a 
reaction zone in which tho catalyst is fluidized in operation , 
said reaction zone being above a gas diffuses plate , the feod 
gas being charged at an hourly rate of 200 — 180 NI, in terms 
of hydrogen chloride per kg of catalyst used , and the reaction 
being conducted at a temperature of between 350 - 450°C and 
at normal pressure or higher . 
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Cl. 77 B 2 


172165 


Int. C1.4 : B 30 B 11 / 22 . 


AN IMPROVED METHOD AND AN EXTRUDER FOR 
THE PREPARATION OF EXTRUDATES FROM OLIGE 
NOUS PLANT MATERIAL USEFUL IN THE EXTRAC 
TION OF OIL THEREFROM . 


12 


Applicant & Inventor : SUSHIM KUMAR DEV . C / O , 
SHRI B . K . ROY , 73 , SADAR BAKASHI LANE, HOW 
RAH , WEST BENGAL, INDIA . 


Application No. 386 / Cal /89 ; filed on 19th May 1989 . 


(Ruel 4 , 


Appropriate Office for Opposition Proceedings 
Patent Rule 1972 ) Patent Office, Calcutta . 


MW 


16 Claims 


Tod 


11 


L 


TE 


MTOTO 


An improved method of preparing extrudates from oligenous 
plant raw materials wiich comprises fccding the dry raw 
material into an extrusion Apparatus havin a first feed sec 
lion and a second working section , gaid material being pro 
pelled continuously from said first section into the said second 
section , the said materinl being subected to the steps of simul 
taneouy kneading /mixing, shearing, grinding ond agglomera 
tion in the said second section in presence of initially water 
and subsequently steam , the material being also subjected to 
heating by means of the stcam used followed by extrusion of 
the final material in a third section through an extrusion die 
and cutting of the extrudates into desire sized pellets charac 
terized by the improvement wherin the material obtained 
after the steam hauuting and before cxtrusion through the die 
is subjected to hoating by self - generated steam thereby rais 
ing the internal temperature of the materiul, subjectibg the 
temperature raised material to cxtrusion through the die and 
cutting into pellets and wherein the pellets obtained having 
the raised temperature are subjected to withdrawal of inois 
ture therefrom using a current of air immediately thereafter 
thereby to reduce the mottature content ro bolow 10 % . 


(Compl. Specn . 22 pages. 


Drgns . 1 sheet) 


10 
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Multiple -stage vacuum pump unit, comprising an oll 
lubricated or dry running mechanical positiye- displacement 
pump provided in the final atmosplicric stage and is preceded 
by at least one further pump on the vacuum side , charac 
terized in that the preluntary pump is a pressure, ring pump 
( 2 ). 
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(Compl. Specn. 9 pages. 


Drgns . 1 sheet ) 


di 
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A 


172167 


Cl. : 116 H . 
Int. Cl. ; B 66 B 7 /00 . 


13 ] 


ELEVATOR MACHINE. 


FIO 3 


Applicant ; KONE ELEVATOR GMBH , OF RATHAUSS 
TRASSE 1, CI 6340 BAAR , SWITZERLAND , 


Inventory : URHO HEIKKINEN . 


( Compl, Specn . 25 pages. 


Drgns. 2 shcets ) 


Application No. 462 / Cal /89 ; Bled on 16th June 1989. 


Appropriate Office for Opposition Procecdings (Rule 
Patent Rule 1972 ) Patent Office , Calcutta . 


4 , 


10 Claims 


CI. 6A2 , 6A4 

172166 
Int. C1. : F 04 B 37 / 00 , 41 /00 , F04 C 25 / 00 . 
MULTIPLE STAGE VACUUM PUMP UNIT . 

Applicant : SIEMENS AKTINGFSFI I SCHAFT OF WIT 
TELSBACHERPLATZ 2 , D - 8000 , MUNCHEN 2 , WEST 
GERMANY 

Inventor : KURT-WILLY MUGELIZ. 
Application No. 440 / Cal 89; ſiled on 7th June 1989 . 
Appropriate Office for Opposition Proccedings ( Rule 4 , 
Patent Rule 1972 ) Patent Oilce , Calcutta . 


Elevator machine , consisting of a drive motor ( 1 ) , a drive 
shaft ( 2 ) driven by the motor, a fraction slicave ( 3 ) transmit 
ting the motion to the elevator car by means of ropes (4 ) 
and a gear assembly to reduce the rotational speed of the 
motor for the traction sheave , characterised in that the gear 
assembly is located inside the traction sheave ( 3 ) , that the 
drive shaft ( 2 ) gucs through the traction sheave and that the 
drive motor ( 1 ) is coupled to one end of the drive shaft ( 2 ) 
while the brake (6 ) is in inted or the other end on the oppo . 
site side of the traction sheave ( 3 ) . 
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( Compl. Specn . 8 pages. 


Drgns. 2 sineets) 


Cl.: 108 C 3 

172169 
Int. Cl. : C 21 C 5 /00 . 

PROCESS FOR THE PRODUCTION OF STEEL FROM 
FINE ORE. 

Applicant & Inventors : RALPH WEBER OF AM NORD 
GLACIS 93 423 WESEL FEDERAL REPUBLIC OF GER 
MANY . 

Application No. 823 / Cal / 1989 ; filod on 3rd October 1989 . 

Appropriate Oſlice for Opposition Proceedings (Rule 4 , 
Patent Rule 1972 ) Patent Ofice , Calcutta , 


Cl. : 148 H 

172168 
Int. C1.* : H 05 G 1 /02 . 

SLIT RADIOGRAPHY DEVICE AND PROCESS FOR 
PRODUCING THE SAME. 

Applicant : B . V . OPTISCHE INDUSTRIE " DE OUDE 
DELFT" , OF VAN MIEREVELTLAAN 9 , 2612 XE DELFT, 
NETHERLANDS . 

Inventors : ( 1 ) HENDRIK JOHAN VAN ELBURG , ( 2 ) 
FREDERIK JOHAN BOELENS , ( 3 ) GERBRAND GIJS 
BERTUS NOUWEN . 

Application No. 468 /Cal / 89 ; filed on 19th June 1989 . 

Appropriate Once for Opposition Proceedings (Rulo 4 , 
Patent Rule 1972 ) Putent Office , Calcutta , 

19 Claims 
Slit radiography device comprising an X - ray source which 
is capable , when in operation , of scanning a body under 
examination , via a slit of a slit diaphragm , with a fan -shaped 
X -ray hoam in a direction transverse to the longitudinal direc 
tion of the slit, an absorption device comprising a nuniber of 
movable absorption elements placed next to cach other being 
provided , which absorption elements can be moved into the 
fan - shaped X - ray heam to a greater or lesser extent under the 
influence of suitable control signals in order to influence , when 
in operation , the X -ray radiation incident on the body per 
sector of the X - ray beam , characterized in that at least the 
edge sections facing each other ni adjacent absorption ele 
ments are of identical shape and, viewed from the X -ray 
gourco, overlap cach other, an edge scction of an absorption 
element which , seen from the X - ray source , overlaps it edge 
section of an adjucent absorption elcmcnt always being a 
Amall distance nearer the X - ray source than the edge section 
of the said Adjacent absorption elements and the total male 
rial thicknces at the site of the overlapping edge sections he 
ing equal to the material thickness between the cqui-cistant 
longitudinal edges of suid absorption clemento . 


7 Claims 
A process for the production of steel from fine ore com 
prising the step of reducing the fire ore in the presence of 
coal in a fluidized bed of a reduction unit togeiher with a 
reduction gas to form iron sponge particles, and passing the 
Particles to a melting vessel in which they are melted with a 
fccd of coal and orvoon and are refined to produce steel, the 
improvements in said process comprising the step of subjecting 
a mixture of iron sponge particles and fine coal which is dis 
charord from the reduction unit to hot compacting to form 
hol iron stonga cool lyriquettes beforc suid briquettes are in 
troduced into the n clting and refining vessel. 


( Compl. Spccn . 10 pages. 


Drgns. 1 sheet) 


CI. : 107 L . 

172170 
Int. C1." : F 02 M 31 /08. 

AN APPARATUS FOR CAUSING COMPLETE COM 
BUSTION OF FUEL IN INTERNAL COMBUSTION EN 
GINES, WHILE IN OPFRATION . 

Applicant & Inventor : SOMENDRA MOHAN GHOSH 
OF 195 A , SARAT BOSE ROAD , CALCUTTA - 700 029 , 
WEST BENGAL , INDIA . 

Application No. 456 / Cal /90 ; filed on 30th May 1990 . 

Appropriate Ofice for Opposition Proceedings (Rule 4 , 
Patent Rule 1972 ) Patent Office , Calcutta . 

10 Claims 
An unparatus for curcing completc combustion of fuel in 
intnernal combustior engir a while in operation , for prevent 
ing atmospheric pollution by any unburnt fucl exhaust, and 
consequently for increasing fuel cfficiency of the engines , said 
apparatus comprising one or more metal jacketted flexible 


( Compl. Specn . 19 pages 


Drgns. 5 sheets ) 
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a on eri 
cleaner of the engino and a source of hot air , taid source thg 
constituted by an adopter having walls mado of heat conduc 
tive metal / alloy plates to defineita gosed housing with a curvis 
lingar gap therewithin , the said gap, being provided with metal. 
lic futalyst(?) such aswherein described , capable of aiding beat 
ing of air in the 

w i neta ) and outlet (s ) for air being 
provided on the opposite walls of the adoptos, the arrange - 
ment being such that one cad of the said Aubplaka member(s) 
is adapted to be connected to the air outlet ( s ) of the adopter , 


adapted to be fitted to a heated part of the engine, in operation, 
while the other end of the tubular member (s ), to be connect 

to , iba atr : cleaner , is provided with an air injecting / im - . 
pinging nozzle for injecting / impinging hot air upto the fuel 
particles, whereby the fuel is causod to be preheated and the 
molecules thereof are caused to be broken before being fed to 
the working chamber of the engine, either dirctly in the case 

of diesel engine, or through the carburettor in the case of 
: petrol engine. . 


. 


3 


. 


. 


. 


. 


his 


I CU 


INS 


T 


SR 


. 


.. . . 


cu 


. 


S 


YA 


01. 


1 


L 


. 


. 


FIG . . 


BULE 


2 : 2 


Fig . 4 


Fig. 3 
(Compl. Specn . 18 pages . 


Drgos. 1 sheet) 


338 


THE GAZETTE OF INDIA , APRIL 24 , 1993 (VAISAKHA 4 , 1915 ) 


[PART III 


Appropriate Ofico for Opposition Proceodloge (Rule 4, 
Patonts Rules, 1972 ) Patent Office Branch , New Delhi 
110 005 , 


Iod. C1. : 146 D . 

172171 
Jot. C1. : HOL S 3 /00 . 

A MICROBEAM LASER MACHINE FOR ACTING ON 
OBJECTS HAVING THIN LAYERS OF MATERIAL . 

Applicant : BERTIN & CIE , OF B . P . No3 78373 PLAISIR 
CEDEX , FRANCE A FRENCH COMPANY . 

Inventory : GEOFFROY AUVERT, YVES GUERN 
JEAN -CLAUDE GEORGEL . 

Application for Patont No. 1146 /DEL /87 filed on 29th 
Dec 1987 . 

Appropriate Office for Opposition Proceedingy ( Rule 4 , 
Patents Rules, 1972 ) Patent Office Branch , New Delhi 
11000 $ . 


12 Claims 
A method of manufacturing an acid treated clay to In 
croase its offectiveness in filtering contaminants from & liquid 
such as heroin described snid method comprises; 

oxtruding a clay of the kind such as herein described and 
containing 20 to 40 % weight water content through one or 
more die openings to partially align and break up the clay 
platelets ; 

grinding tho extruded clay so as to obtain at least 90 % of 
the clay particles hrve a particle size of Sto 400 microns 
prior to adding the c ! ay to an aquicon19 acid solution ; 


14 Claims 
A microbeam laser machine for actiog on objects having 
thin layers of materials, such as integrated circuits , for 
examplo for cutting said layers, the machine comprising a 
continuoug Jaser (24 ), a microscone ( 12 ) for focusing the laser 
beam on a particular area of maid object and for observing the 
point of impact of sa d laser beam ( 24 ) on said obect, and a 
rigid platen ( 14 ) , undeformable , and insensitive to vibrations, 
said platen ( 14 ) being located between the outlet of said laser 
beam ( 24 ) and said object and having removably fixed there 
on said microscope ( 12 ) and optical components (66 . 72 ) for 
defining three optical paths having independent adjustment 
means and comprising a laser beam transmission path extend 
ing from said outlet of said laser towards gold object through 
sald microscope ( 12 ) ; an illumination path for transmitting 
an Ulumination heam towards said object through said micro 
scope (12 ) ; and a vilco observation path extending from sold 
object towards electronic moans ( 76) and a video display 
screen ( 18 ) through said microscopo ( 12 ) , said thrce Optical 
paths being inaenendent from one another an said plaien ( 14 ) 
upstream of said microscope ( 12 ) and being permanently 
pathored by means of a dichroic plato (44 ) at the Inlet of said 
laser beam ( 24 ) on said object. 


adding directly to the clay an aqucous acid solution to form 
a clay slurry ; 

the clay slurry is heated , with agitation , at a temperature of 
80 to 100°C for at least 3 hours to beneficiate tho contami. 
nant filtration characteristics of the clay ; 

separating the acid treated clay from a majority of the acid 
solution ; 

washing the acid treated clay with a suitable acid -diluting 
liauid such as herein described to remove most of the acid 
solution from the clay and forn a washed , acid treated cláy : 

filtering the washed . acid trente. t clay to remove a portion 
of the diluting liquid from the clay; and 

drying the acid treated day to a desired liquid content, 


(Complete Specification 23 pages ) . 


172173 


Ind . CI. : 6A , 
Int. CI. : F 25 8 1 /00, F 25 D 1 / 00 , 9 / 00 . 


AN IMPROVED AIR DRIER UNIT FOR THE DEHUMI 
DIFICATION OF HOT COMPRESSED AIR OR GAS . 

Applicant : KRISHAN GOPAI, KHOSLA , AN INDIAN 
CITTZEN , OF 11 MRITHVIRAJ ROAD , NEW DELHI 
110011, INDIA . 

Inventor : KRISHAN GOPAL KHOSLA 

Application for Patent No. 5 /DEL / 88 filed on 5th January 
1988 . 

Appropriate Office for Opposition Procoedings ( Rulo 4 . 
Patents Rules , 1972 ) Patent Once Branch , New Delhi 
110 00 $ , 


96 


20 102 


22 


9 Claims 


( Compl. Specn. 17 pages 


Drawing 4 shects ) 


An air drier unit for the dehumidification of hot comprossed 
air or gas comprising : 


a pair of vessels ( 7 , 4 ) Alled or substantiolly filled with a 
desiccant ( 5 ) through which air to be dehumidifier is passed 
alternately in opposite cycles so that spent desiccant ( 5 ) is 
togenerated in one vessel ( 3 Or 4 ) whilo said air id tohumidi 
fied in the other ( 4 or ?) and vice versa ; 


Ind. CI. : 80 A . 

172172 
Int. C14 : B 28 C 1 /02, 1110 , C 04 B 33 / 04. 

A METHOD OF MANUFACTURING AN ACID TREAT . 
ED CLAY TO INCREASE ITS EFFECTIVENESS IN FIL 
TERING CONTAMINANTS FROM A LIQUID . 

Applicant : AMERICAN COLLOID COMPANY , OF ONE 
NORTH ARLINGTON 1500 WEST SUURE DRIVE AR . 
LINGTON HEIGHTS , ILLINOIS 60004 USA A CORPORA 
TION OF THE STATE OF DELAWARF, U . S . A . 

Inventor : WILLIAM ALEXANDER . 

Application for Patent No. 3 /DEL 188 filed on 4th January 
1988 . 


respectivo inflow means ( 8 , 7 ) connected to each vessel (3 . 
4 ) for the introduction alternately thercinto of a stream of 
said hot, moisture -laden compressed air or gas; 


respective outflow means ( 12 , 13 ) connected to each vessel 
13 . 4 ) for the exit of demoisturised air which has beon dried by 
passago through the desiccant ( 5 ) in hoth vessels ( 3 , 4 ); 


integrated timer -actralod valve incans ( 2 ) provided with 
said inflow (8 , 7 ) and outflow ( 12 , 13 ) incany for altcrnarely 
directing at a predetermined tiine said hot compressed air or 
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go to tho vossal ( 3 or 4 ) rogonorating doalcoant ( S ) with tho 
demoisturised air or gas exiling from the dehumidifying vessel 
( 4 or 3 ) ; 

cooling means ( 10 ) located intermediate said pair of vesselo 
( 3 , 4 ) through which means air issuing from the vessel ( 3 or 
4 ) regenerating desiccant ( 5 ) is led prior to being pansed to 
tho schuinidifying vessel (4 or 3 ) ; 

additional cooling means charactorised in that (20 / 22 , 23 , 
24, 25 ) is provided with cach of said pair of vessels ( 3 , 4 ) and 
adapted to be operated alternately on receiving predetermined 
signal; and 

timor means ( 26 ) is connected to paid integrated valvo 
mcans ( 2 ) and to suid additional cooling acans (20 /22, 23 , 
24 , 25 ) whereby , in response to a signal given by said timer 
moans ( 22 ) at a prc -uct time, the additional cooling means 
( 20 /22 , 23 , 24 , 25 ) provided with the vessel ( 3 or 4 ) regene 
rating desiccant (5 ) is Activicated for a predetermined period 
of time whereafter in response to a further signal from sald 
timor mcans (26 ) ut a further pro - set time, said additional 
cooling means ( 20 / 22, 23, 24, 25) is disconnected and said 
integrated valve incans ( 2 ) is actuated to cause sald stream 
of hot moisture -laden compressed alr introduced through sajd 
inflow (8 , 7 ) means to one of said vessels ( 3 or 4 ) to be 
switched to tho uther ( 4 or 3 ) and to cause the exit of 
demoisturised air irom th > outflow means ( 12 , 13 ) of Ono 
Vosgel ( 4 or 3) to the switched to tho other ( 3 or 4 ) , 


a remote cod assembly RES located on each trado agd an 
other sides at a distanve from said gave , each of saia remoto 
ond assemblies comprising : 
( a ) a trauk Circuit ( 7A ) or (78 ) consisting of a trans 

miter and a recoiver for Lise with on the track for 
detecting a rolling stock when present on tho railway 

track ; 
(b ) a direction finder circuit ( B ) consisting of a trolley 

suppressor having an input terminal for oach of the 
track circuits (7A ) and (7B ) for determining the 
direction of the rolling stock said directiou finder cir 
cuit being provided adjacent 10 paid track and con 

nected to said track circuit . 
( c ) a switching circuit SW 1 connected to an output 

terminal of a timor circuit ( C ) connected to said 
direction finder circuit for activating said warding 

means; 
( d ) an encoder circuit ( D ) connected to the oulput termi 

nals of waid direction tinder circuit for providing 
cyclic repcaling data fram¢a , cach of said frumics Or 
a set of signals consisting of synchronized informa 

tion data bite ; 
(c) a frequency shift keying circuit ( FSK ) conpected to 

said cncoder for providing a modvlating, signal; and 
(f ) a power source for supply of power to the remoto 

ond asscmbly said gato sido assembly consisting ( a ) 
Receiver RC for receiving signal from said frequency 
shift keying circuit of said remote and Assembly ; (b ) 
a frequency shift decoder FKSD for decoding gnal 
and providing a single output signal; ( c ) a docoder 
connected to said frequency shift keying decoder for 
providing outputs corresponding in number to that 
of the information data bits ; ( d ) & non cumulative 
independant counter NCC connected to paid decorder ; 
( c ) said audio and /or visual warning mcans ( 2 ) bo 
ing connected to said counter ; and (t ) a power 
source PS 2 Por encrglag said gato sido Anoembly . 


ooper 


9 28 


32 


- 23 


35 - O 


(Compl. Specn. 18 pages 


Drwg 2 sheets) 


PS & 


SO 


(Compl. Specn . 28 pages 


Drwg. 4 sbeets ) 


Ind . al. : 159 J. N . 

172174 
Int. C1.4 : B 61 L 1 / 18 , 29 /32 . 
LEVEL CROSSING WARNING SYSTEM , 

Applicant : CENTRAL ELECTRONICS LIMITED , NPL 
CAMPUS, HILL SIDE ROAD , NEW DELHI, INDIA , AN 
INDIAN COMPANY . 

Inventor : BISWAJIT ROY . 

Application for Patent No. : 19 /DEL /88 filed on 12th Janu 
ary 1988 

Appropriate Office for Opposition Proceedings (Rulc 4 , 
Patents Rules, 1972 ) Patent Ofice Branch , New Delhi. 
110 005. 


Ind . Cl. : 13 - A . 

172175 
Int. C1.* : B 65 D 33 /00 , R 65 B 61 / 14, A 45 D 37100 . 

SACHET OF FLEXIBLE SYNTHETIC MATERIAL . 

Applicant : SOCIETE GENERALE DES EAUX MINE 
RALS DE VITTFL , A FRENCH COMPANY OF B .P . 43, 
88800 VITTEL , FRANCE . 

Inventor : MICHEL CAZES . 

Application for Patent No. 70 /DEL / 88 hled on 28th Janu 
ary 1988 . 

Appronriate Office for Opposition . Proceedings (Rulo 4 , 
Patents Rules 1072 ) Patent Omco Branch, Now Delhi 
110 005 . 


6 Claims 
A lovel crossing warning system for use with a Rajlway 
lovel crossing gato comprising a gato sido assembly GSS 
located on one side of said gate ( 1 ) an audio and /or visual 
warning meats ( 2 ) connected to said gato sido ensembly to 
provido a signal to Indicate the presence of 7 rolling stock , 


340 


THE GAZETTE OF INDIA , APRIL 24 , 1993 (VAISAKHA 4 , 1915 ) 


(PART Tİ - SEC. 2 


12 Claims 
A gachot of fexible syothetic piatorial comprising a Alexiblo 
body (55) for containing a liquid and means for receiving , eod 
klipporting the flexible body , said means comprising one or 
more sido reinforcing pieces ( 50 , 57 ) with their lower ends 
forming a basc constituting a boitom portioſ (58 ), and a slove 
(59 ) for engaging the sido reinforcing pieces ( 56 , 57) to define 
a container for receiving spid flexible hody ( 55 ) , said flexible 
body (55 ) being rotained within the receiving and supporting 
means only hy nieans of friction . 


(Compl. Specn , 14 pages 


Drwy 5 sheets ) 


Ind . Cl. : 24 E . 

172176 
Int. C1.4 : B60T 15 / 36 . 

A DRUM BRAKE FOR A VEHIOLE . 

Applicant : LUCAS INDUSTRIES PUBLIC LIMITED 
OOMPANY, BRITISH COMPANY. OF GREAT KING 
STREET, BIRMINGHAM B19 2XF , ENGLAND 

Inventor : JOHN ARTHUR URBAN . 
Application for Patent No. 71/ Del /88 filed on 28 Jan , 


Ind . al. 114 B + D + F . 

* * 172177 
Ist. C . C 14 C -1700, 1 / 08 , 3 / 00 . 

A PROCESS FOR OBTAINING BIOLOGICALLY 
STABILIZED , OHROMEFREE , AND UNTANNED HIDES , 

Applicant ; CENTRE TECHNIQUE CUIR CHAUSSURE 
MAROQUINERIE , A FRENCH COMPANY OF 9 AVE 
NUE JULES CARTERET , 69007 LYON , FRANCE . 

Inventors : GERARD GAVEND , BERNARD VULLIER 
MET, -RAYMOND HARAN , MICHELE GERVAIS & JEAN 
PORE. 

Application for Patent No. 76 /Del / 88 filed on 29th Jan 
uary , 1988, 

Appropriate office for opposition proceedings ( Rulo 4 , 
Patents Rules, 1972 ) Patent. Oflice Branch , Now Dalibi 
110 0 $ . 

9 Claims 
A process for obtaining biologicaly stabilized , chrome 
free, and untanned hides, comprising . . 

pickling totally unlined and batöd hides; 
allowing tho hides to stand at least ten houra; 
pretanding the bides with aluminum salts ; 
wherein a chojnical rewetting agent selected from the 
group of compounds consisting of polyalcohols, con 
densates of fatty alcohols with othylene oxide, and 
condensates of blikylphenolio with ethyleno qxido is 
introduced at any ono of the above stapo , to preserve 
aftar drying, a residual moisture of about 20 % ; and 
drying the hides. 


1988 . 


Convention date 03 Feb 1987 / 8702341 / U .K 

Appropriate office for opposition proceeding (Rule 4 , 
Patoots Rules, 1972 ) Patent Omice Branch , Now Delhi 
1.10 005. 


6 Cladong 


Compl. Specn . 22 pages 


Drg , Shoet Nil . 


A dum brake for a vehicle comprising a pair of brako 
oboos mounted on a torque plate (3 ) and carrying frotion 
Linings ( 4 ) for engagement with a rotatablo drum charac 
terised in that the said drum having an automatic adjustot 
comprising a transmision means ( 20 ) coupled to the cam 
( 14 ) through a drive means , the said drive means having 
a lost-motion connection (37, 54 ) for determining the brak 
ing cleanances, and a two -way clutch ( 50 ) comprislag two 
cluton parts, the said transmission moans ( 20 ) is operative 
in Arst and second opposite directions to increase the effoc 
tive lengths of the two thrust Assemblies ( 9 , 10 ) located at 
oach end of screw threaded components ( 11) and an inhibit 
moans ( 57 ) is provided at the periphery of said transmission 
means ( 20 ) to prevent movement of the said transmision 
moane 


11 


X 


Ind , al. : 98 c . 

172178 
Int. Cl. : F 28 B 1 / 02 . 

HEAT EXCHANGE COMPONENT FOR A HEAT EX 
CHANGER 

Applicant . STEIN INDUSTRIE , OF 19 -21 AVENUE 
MORANE SAULNEIR 78140 VELIZY VILLACOUBLAY, 
FRANCE , A FRENCH COMPANY. 

Invontorg : JEAN FOURNIER & PAUL MEYNARD . 

Application for Patont No. 79 / Ded / 88 filed on 29th Jan 
uary , 1988 . 

Appropriate office for opposition proceedings ( Rulo 4, 
Patents Rulos, 1972 ) Patent Office Branch , New Delhi 
110 005 

5 Claim 
A heat axchange component ( 1 ) for a heat exchanger 
which comprisos of loops of tubos ( 10 ) lo wtulch e ftuld 
flows, taid loops ( 11 ) bang situated in a phriod of wald -boat 
exobanger and being formod by bands and by mutually 
parallel vertical longths of sald tabes ( 10 ) , * * oast one of 
said tubes ( 10 ) being in the form of an additional loop ( 12 ) 
extending on eithör Wide of ad piano and furrounding aktd 
parallel vertical lengths of said stube ( 10 ) characterisodria 
that said , component ( 1 ) has a pouched flat surface - ( B ) 
the plane of said aditional doop ( 12 ), majd sztouchod - flat sur 
face ( 2 ) having semicircular openings, oach of sald open 
ings being connected to a vertical.- Ipagth of tid tubo : (11 ) 
and said additional loop ( 12 ) being in the form of a com 
plete . loop and being matadt in the path of sade loost 
one tubo so that there is no discontinuity of its fluid dow : 
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Ind. a . ; 107 A 

172179 
Int. al. : F01 P 11 / 00. 

A BED STRUCTURE FOR SUPPORTING DRIVING 
AND DRLVEN UNITS . 

Applicant : AB VOLVO PENTA ( A SWEDISH CORPO 
RATION ) 9 -40508 GOTEBORG , SWEDEN . 

Inventor : KJELL MANASON , 

Application for Patent No, 80 /De / 88 filed on 29th Jan .. 
1988 

Appropriate office for opposition prooecdin.pls ( Rulo 4 , 
Patone Rules , 1977 ) Patent Office Branch , New Delhi 
110 005. 


thorein , a reciprocative piston ( 14 ) shidably fitted within 
cach of said cylinders (212 ) , a front end plate ( 3 ) with a 
central oponing ( 31) mullached to one and surface of said 
compressor housing ( 2 ) , a drive mechanism coupled to said 
pistons ( 14 ) to reciprocale said pistons ( 14 ) within suid 
cylinders ( 212 ), said drive mochanisin having a drive shaft 
( 6 ) and a wedge - shaped cam rotor ( 8 ) Attached to cald 
drive shaft (6 ) , wherein said drive shaft (6 ) is rotatably sup 
ported with n said central opening ( 31 ) of said front ond 
piate ( 3 ) by a radial bearing ( 7 ) and said cam rotor ( 8 ) 
is rolatably supported on an inner and surface of said com 
pressor housing ( 2 ) through a thrust bearing ( 9 ) , a wob 
Ble plate ( 10 ) mounted on a supporting member ( 11 ) 
coupled to said cam rotor ( 8 ) and said pistons ( 14 ) for 
converting rotational motion of said cim rotor ( 8 ) to 
reciprocalling motion of said pistons ( 14 ) , and an urging 
mechanism coupled lo said wobble plate, characterised by 
said drive shaft ( 6 ) being comected to wid cam rotor ( 8 ) 
at & prodotonmined anglo 01 therewith , said angle 0 1 hay 
ing a value greater than or equal to than ~ 1 ( c / 1 ) , whert 
iti 1 is the length of said radial beardog ( 7 ) in the axial 
dilection , and c is the clearance between the interior but 
face of said radial bearing ( 7 ) and the exterior surface of 
the drive shaft ( 6 ) , and wherein sald urging mechanism is 
provided with elastic moans ( 13 , 17, 50, 211 ) to cause the 
inner end surface of said cam iptor ( 8 ) to uniformly oon 
tact said thrust bcaring ( 9 ) . 


8 Claims 
A bod structure for supporting driving and driven units 
such as , for instance , internal combustion engines and gene 
rators, said bed structure comprising first frame clements 
( 1 ) having surfaces for supponting at least one unit, charac 
teriood in that second franc clemonts ( 8 ) , also having sur 
faces for supporting at toust one further unit intended for 
conncction to the said driving unit , are connected to the 
firsttrarne dhenets ( 1 ) so as to be adjustablo to a trans 
pondag modo of tbo bed structure, at least the major part 
of said , second frame clanonts (8 ) being located withia the 
axtremitios of the horizontal extorsions of the respective 
first frame elements ( 1 ) in said transporting modo of the 
said bed structure , and also such 29 to be adjustable to an 
aporation mode of said bad structure , in which said second 
frame claments ( 2 ) are in the form of an extension of the 
first Eramo Clements ( 1 ) , and that at least one of the frame 
elements ( 1 & 8 ) are provided with meang ( 16 ) with which 
the times of a forklift dovice can engage for the purpose of 
lifting the bod with a unit mounted thencon . 
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Compl. Speca , 21 pages 


Dings. S Shoots 


Compl . Spon. 11 pages 


Drge. Shoots 5 


Ind . C . ; 6 A 2 . 
Int: 01 ; F 20 B 31 / 00 , F 04 B 1 /00 . 
WUBBLE PLATE TYPE CUMPRESSOR , 

Applicant : SANDEN CORPORATION , A JAPANESE 
COMPANY , OF 20 KOTOBUKI OHO , " ISESAKI-SHI, 
GUNMA. 172 JAPAN 


PATENT SEALED ON 26 -3 -93 
169802 1698894 169914 169915 169953 169954 169955 
169956 169958 * 170106 170188 170189 170243 170244 * 
170381 1704494 170555 * 170622 171030 
Cal - - 06 , Del - 05 and Bom - 05 , Mas _ 03 . 

to Patent shaīl be deemed to be endorsed with the wonde 
" LICENCE OF RIGHT" Undner Section 87 of the Patent 
Act, 1970 from the date of expiration of three years from 
the date of scaling, 
D -DRUG Patent, F - FOOD Patent. 


Inventors : HAREO TAKAHASHI, KIYOSHI TERAUCHI, 
HIDEHARU HATAKEYAMA & SHUZO KUMAGAI. 

Application for Patent No. 96 / Del / 88 fled on 2nd Feb 
muary , 1988 

Appropriate office for Opposition proceedings ( Rule 4 , 
Patonts kules, 1972 ) Patent Office Branch , New Delhi 
110.005 . 


RENEWAL FEES PAID 


4 Claims 
A wobble plate type compressor ( 1 ) comprising a com 
proosor housing ( 2 ) having a plupahity of vlinders (212 ) : 
and theright crack chamber ( 22 ) adjacont said cylinders (212 ) 


149126 149579 149874 149935 150055 151750 152782 1928.56 
152869 152910 152996 153178 153218 153236 153240 153243 
153245 153256 153299 153333 153539 153955 154019 154154 
154156 154242 154521 154530 154544 154688 154689 154840 
155925 135796 155798 156163 156218 156473 156790 156918 
157094 157106 157109 157193 157356 157638 157737 157860 
157976 158440 158554 158618, 158669 158768 159153 159221 
139510 159528 159543 159995, 159600, 159752 159804 15980 $ 
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Any interestod person may give notion of opposition to 
the rootoration by loaving a notice on Forma 32 la dupliouto , 
with the Controller of Patenta, The Patont Office , Nizam 
Palaco, 2nd M .SO Bullding , Sth , 6th and 7th Poor, 234 / 4 , 
Acharya Jagadish Chandra Bose Road , Calcutta -700 020 on 
or before the 24th JuLoc, 1993 , under Rule 69 of the Patonta 
Rules, 1972 . A written statement, in triplicato, sotting out 
the nature of the opponents interest, tho facta Upon which 
ho basos bis case and the relief he seeks , ahall be filed with 
the notice or within one month from the date of tho gotico . 


159869 159964 159982 160355 160428 160450 160482 160493 
160532 160559 160590 160801 160877 160911 160978 161505 
161784 161806 161810 162403 162093 162.567 162646 162733 
163205 163817 163893 163930 163934 164038 164087 164125 
164129 164143 164153 . 164158 164159 164191 164244 164246 
164277 164283 164453 164566 164637 164670 164683 164757 
164771 164783 164841 164983 165100 165126 165189 165311 
165329 165455 165536 165537 165712 165744 165887 165889 
166214 166268 166319 166411 166453 166454 166544 166573 
166595 166829 166863 166898 166924 166955 166985 167033 
167.038 167039 167043 167045 167083 167089 167,122 167141 
167232 167356 167376 167460 167487 167498 167555 167665 
167721 167819 167907 167917 168043 168047 168177 168270 
168589 168664 168692 168858 168889 168966 169004 169034 
169085 169154 169167 , 169168 169170 169176 169177 169203 
169207 169209 169211 169213 169218 169220 169222 169226 
169303 169313 169328 169329 169330 169344 169347 169351 
169353 169358 169399 169401 169404 169405 169416 169417 
169462 169463 169464 169502 169516 169 $ 21 169523 169524 
169526 169621 169702 169705 169937 


Notice is hereby given that an application for restoration 
of Patent No. 160566 dated the 23rd July , 1984 mudo by 
Ghanshyam Dass Agrawal on the 18th May, 1992 and not 
fied in the Gazette of India , Part I , Soction 2 , dated the 
Ist August 1992 buas boon allowed and the said Patent 
restored . 


CESSATION OF PATENTS 


Notice is hereby givon that an application for restoration 
of Patent No . 162893 dated the 3th February , 1985, mado 
by UOP loc ., on the sth February, 1992 , and notihod do 
the Gazette of India , Part II , Section 2, datod tho 18th 
April 1992 , has been allowed and tho said patent rootorod . 


163236 163237 163238 163241 163243 163252 163253 163254 
163255 163260 163261 163262 163263 163267 162370 163275 
163284 163287 163289 163297 163308 163313 163321 163322 
163328 163333 163334 163338 163339 163340 163354 163357 
163365 163366 163372 163374 163378 163381 163385 163386 
163388 163391 163402 163413 163418 163419 163422 163424 
163429 163433 163434 163436 163439 163441 163446 163447 
163448 163453 163455 163457 163460 


Notice lis hereby given that are application was made under 
Section 60 of the Patents Act, 1970 for the restoration of 
Patent No. 164894 granted to Kamoshwar Patrale ch for an 
invention relating to " a voltage stabilizer" . 


Tho Patont ceased on the 19th March , 1992 duo to non 
payment of rorowal tops withio tho proucnibod tino and the 
congation of the Patent will be aotified in the Guzatto of 
India, Part II , Section 2, dimed the 10th April, 1993. 


OPPOSITION PROCEEDINGS 


An Opposition bas been entered by EAGLE FLASK IN 
DUSTRIES LTD . on Platent Application No . 17:1439 medo 
by DR. JOSE THAIKATTIL , 


RESTORATION PROCEEDINGS 
Notico is hereby given that an application was made undor 
Section 60 of the Patents Act , 1970 for the restoration of 
Patent No . 152885 granted to Mineral Deposits Limited . 
for an invontion relating to " a spiral separator " . 


Any interested parson may give notice of opposition to 
tho rostonation by loaving a natico on Form 32 la dupliondo , 
with the Controller of Patonts, Tho Patont Ottico, Nizam 
Palace, 2nd M . S .O Building , Sth , 6th and 7th foor, 234 / 4 , 
Acharya Jagadish Chandra Boso Road , Quiloutta - 700 020 on 
or before the 24th Juno, 1993, under Rulo 69 of tho Patants 
Rulos, 1972 . A written statement, in triplicate , sotting out 
the nature of tho opponents interest, the facts upon which 
ho bases his case and the relief ho seeks, shall bo flod with 
the notice or within one month from the date of the potico . 


Tbio Patopt coased on tho 20d April , 1992 due to not 
payment of renewal fees within the prescribed time and 
the cassation of the Patent will be notified in tbe Gazette 
af India , Part II , Section 2 , dated the 10th April , 1993, 


Notice is baneby given that is application was made under 
Section 60 of the Patants Act , 1970 for the restoration of 
Patont No. 168606 granted to Anaot Narayno Namjonde , 
Chimanlal Govindbhai Patel & Other for an lovention ro 
lating to an improved blonding machino ". 


Any interested person may give notice of opponition to 
the restoration by leaving a notice ou Form 32 in duplicato, 
with the Controllor of Patents, The Patont Ofico, Nizam 
Palaco , 2nd M .S .O Building , Sth , 6th and 7th floor, 234 / 4 , 
Acharya Jagadish Chandra Boso Road , Oaloutte -700 020 OD 
or before the 24th June, 1993 , under Rulo 69 of the Patents 
Rulos , 1972 . A written statement, in triplicato , setting out 
the naturo of the opponontos interest, the facts upon which 
he bases his case and the reltof ho sceks, ahall be filed with 
the notice or within one month from the date of the notice . 


The Patont ceased on the 10th November, 1993 due to 
non -payment of ronewal foos within the prescribed timo and 
tho cessation of the patont will be notified in the Gazotto of 
India, Part II, Section 2 dated the 10th April, 1993. 


Notice is hereby givon that an application was made under 
Section 60 of the Patonts Act , 1970 for the restoration of 
Patont No . 153222 granted to Mineral Deposits Limited for 
an dovanlion relating to " spital Separator" . 


Patonte, coon Party 


Any interested person may give notice of opposition to 
the restoration by leaving a notice on Form 32 in duplicato , 
with the Controller of Patonts, The Patent Office, Nizam 
Palace , 2nd M .S . O Building, Sth , 6th and 7th floor, 234 / 4 , 
Acharya Jagadish Chandra Bose Road , Oalautta - 700 020 od 
or before the 24th Juno, 1993, undar Rulo 69 of the Pattata 
Rules, 1972 . A written statomont, in triplicato , sotting out 
tho paturo of the opponents interest, the facta upon which 
ho bases his car and the rallet bo secks, shall be alad with 
the notice or within one month from the date of that potlom. 


Acharya 2nd M .S.OSP 


· The Patept coased on tho 2nd April , 1992 due to non 
payment of renewal food within the prescribed timo end 
the cessation of the Patent will be notified in the Gazetto 
of India , Part II , Section 2 , dated the 10th Aprü , 1993. 
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REGISTRATION OF DESIGNS 
Tho following detuvo bave been ropiaterad. Thoy no pot 
open to inspection for a period of two yaare frozen tho dato 
of registration except 39 provided for in Sootlop 50 of tho 
Designs Act, 1911 , 


The duto shown in the cach cntries is the date of registra 
tion of the design included in the entry . 


Clasu 3. No. 164759 . Sumoot Machines Pvt. Ltd . of Al 

11- C & A / 11 - 3 , Ambad Industrial Estate , Addi 
Nasik Industrial Arad, Nami-422010 , Mabarahin , 
India , Indian Oo . " Mixer-Binde Holder" . Sep 

coraber 7, 1992 . 
Class 3. No. 164798 . Gcoffroy Marriors & Co , Ltd , of Mag 

net House, Narottam Mararjoc Marg, Bombay . 
400038 , Mahanashtra, India . Inhaler" . Septem 

bor 18 , 1992 . 
Class 4 . Nos . 164696 to 164698. Nontronics Pty . Ltd. of 

149- 159, Capel Street, North Molbourne, Victoria 
3051, Australia " Light Emitting Device" . Fed 

ruary 26 , 1992 . 
Class S. No. 164664 . Signodo Corporation of 3610 Wort 

Lake Avenue, Glanview , thinoda 61025, U . S. A ., 
an American Company. " Package to contain 
straps and buckles " , August 12 , 1992 . 


Clans 1. Nos , 164663 & 164665 . Signode Corporation of 

3610 , West Lake Avenue, Glenview , plinois 
61025 , U . S .A ., an American Company . Tep 
sioning and cutting tool for non -metallic wraps" . 
August 12 , 1992 . 


Class 1. No. 164667. Signode Corporation of 3610 , West 

Lako Avenue, Glenview , Lillinois 61025 , U .S . A ., 
an Amorican Company. " Bucklo for scuriog 

packaging straps". August 12 , 1992 . 
Class 3 . No. 164621 , VVD Healthcare Products Pvt. Ltd . 

of Plot No. 98 , Sidoo Industrial Estate, Thlou 
mazhisai, Madras-602107 , TN ., India " Coq 
talnor" , July 24 , 1992 , 


RA. ACHARYA 
Controller General of Patenta 

Designs and Trade Marka 
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